COMPOSITE CRANES.
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drawn along by hand.    A good many of this simple type have been made.
COMPOSITE CRANES.
Besides the class of crane in which the elasticity of air is held in check by governing its action with oil pressure, there are others of the usual hydraulic type with the cylinder
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between, or adjacent to the mast, operating the jib directly, which are also governed by steam pressure acting on the water in the reservoir cylinder. The advantages over the common hydraulic type are to be found in the differences due to high and low pressures, saving trouble in valves, and packings, pumps, and accumulators.